I Think You Will Love This Music Too - Montage #89 


“Festival Brahms Festival (IV) ” 


Elapsed / 
Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Johannes BRAHMS (1833-1897) 



Serenade for Orchestra/serenade pour orchestre 
no.1 in D Major/en re majeur, op. 1 1 

Kitchener-Waterloo Symphony 
Orchestra 

Raffi Armenian, conducting/direction 

00:00 

1. Allegro molto 


11:34 

II. Scherzo: Allegro non troppo 


20:11 

III. Adagio non troppo 


33:46 

IV. Menuets 1 and 2 


37:52 

V. Scherzo: Allegro 


40:36 

VI. Rondo: Allegro 



Symphony(ie) no. 4 in E Minor/en mi mineur, op. 98 

Berliner Philharmoniker 

Eugen Jochum, conducting/direction 

46:26 

1. Allegro non troppo 


60:50 

II. Andante moderato 


70:48 

III. Allegro giocoso 


76:49 

IV. Allegro energico e passionato 



(Total -86:38) 


